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NEUROPSYCHOLOGICAL PROFILE 

(Department of Neurology/ 
Stanford Hospital) 

Halstead Category Test 

Tactile Performance Test 

Speech Perception Test 

Seashore Rhythm Test 

Trail Making Test 

Knox Cube Test 

Halstead-Wepman Aphasia Screening Test 

Raven Progressive Matrices 

Verbal Concept Attainment Test 

Buschke Memory Test 

Finger-tapping Test 

Dynamometer Grip Strength 

Groove Pegboard Test 
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